Sanitized Copy Approved for Release 2011/07/19 : CIA-RDP89G00720R0001 0007001 6-6 



Sanitized Copy Approved for Release 2011/07/19 : CIA-RDP89G00720R000100070016-6 



Sanitized Copy Approved for Release 2011/07/19 : CIA-RDP89G00720R0001 00070016-6 


n ’ C Dc P u, . v Dwelt* ot .aural Intelligence 


WWiirujon (K ~ 

j Executive Re-g.stry j 

1 . 4 


86- 


1669 


21 April 1986 
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Washington, O.C. 20305-3000 
Dear Rosie: 

"any thanks for your note of congratulations last 

U ' S 3 '°" SI f ™* »eing "go-fer" for Zbig. „ hy 

don't you have your secretary call my office and let's set 
OP a visit to your place in the next few weeks. 


Pona 



KooertTi. Gates 
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HEADQUARTERS 
DEFENSE MAPPING AGENCY 

OFFICE OF THE DIRECTOR 

17 March 1986 



Dear Bob, 

It is great to see someone who’s got the right credentials, the 
right talent, the right abilities, make it to the top. I’m proud to see 
that we have a system that recognizes the best. My congratulations 
and best wishes on your selection as the Deputy DCI. 

Warmesy^lgards, 

# 



ROBERT A. ROSENBERG 
Major General, USAF 
Director 


Mr. Robert Gates 

Deputy Director for Central Intelligence 
Washington, D. C. 20505 
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Director, Defense Mapping Agency 
Building 56 f U. S. Naval Observatory 
Washington, D. C. 20305-3000 
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ivir. Kooert Oates 


Deputy Director for Central Intelligence 
Washington, D. C. 20505 
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